Subject:  Mail  delivery  failed:  returning  message  to  sender 
From:  Mail  Delivery  System 
Date:  01/18/2017  12:01  PM 
To:  lisa@mediadistrict.org 


This  message  was  created  automatically  by  mail  delivery  software. 

A message  that  you  sent  could  not  be  delivered  to  one  or  more  of  its 
recipients.  This  is  a permanent  error.  The  following  address (es)  failed: 

johnny , aonzlaez@lacitv.org 

host  aspmx . 1 . google . com  [173.194.197.27] 

SMTP  error  from  remote  mail  server  after  RCPT  TO:<johnnv.cronzlaez®lacitv.orcr>: 
550-5.1.1  The  email  account  that  you  tried  to  reach  does  not  exist.  Please  try 
550-5.1.1  double -checking  the  recipient's  email  address  for  typos  or 
550-5.1.1  unnecessary  spaces.  Learn  more  at 

550  5,1,1  https : / / support .google. com/mail /?p=NoSuchUser  g23si2552865itg. 6 - gsmtp 


[ 


Reporting -MTA:  dns;  server2.leeleefilms.com 
Action:  failed 

Final -Recipient:  rfc822 ; johnny .aonzlaez@lacitv.org 
Status:  5.0.0 

Remote -MTA : dns ; aspmx . 1 . google . com 

Diagnostic-Code:  smtp;  550-5.1,1  The  email  account  that  you  tried  to  reach  does  not  exist.  Please  try 
550-5.1.1  double -checking  the  recipient's  email  address  for  typos  or 
550-5.1.1  unnecessary  spaces.  Learn  more  at 

550  5.1.1  https : / /support .google . com/mail /?p=NoSuchUser  g23si2552865itg. 6 - gsmtp 


|— ForwardedMessage.eml 

Subject:  Hollywood  Media  District  Request  Repair  Exposed  Wires  on  Light  Standard  SW  Corner  of  Highland  and  Waring 
From:  Lisa  Schechter  <lisa@mediadistrict.org> 

Date:  01/18/2017  12:01  PM 

To:  Jeff  Zillotto  <jeff.ziliotto@lacity.org> 

CC:  Jim  Omahen  <jim@mediadistrict.org>,  "hmd.Acevedo"  <hmd.Acevedo@yahoo.com>,  Johnny  Gonzalez 
<johnny.gonzlaez@lacity.org> 

Dear  Jeff: 

Can  you  please  send  your  street  lighting  team  to  the  southwest  corner  of  Highland  and  Waring.  There  is  a light  standard  with  the  metal 
plate  missing  at  the  bottom  of  the  pole.  All  wires  are  exposed.  I have  attached  two  (2)  photos  for  your  information. 

Thank  you  for  your  continued  assistance  and  help. 

Regards, 


Lisa  Schechter 
Executive  Director 
Hollywood  Media  District  BID 
1040  N.  Las  Palmas  Avenue 
Hollywood,  CA  90038 
(323)860-0025  Direct 
(323)860-0026  Fax 

MediaDistrict.org 
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